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E,J K] SHLD XlUCfi. HOD_D£SC/ll Hi JYI 

LOUISyil.LI', 

MAMLBORO IIGHTS 1 QO REGULAR SP /& 6 ’a 

BRAND CODr-0180 /& 0183 


ErriGrrvE oatT} 

STANDARD rRODl/CfrOH 


MACH INC TYPE 


r ILTCft ROD LTNCTH 
FfLTCR CincUMrCRCNCC 

NuKnrrt up 

PLUG LE’nOTH 
ROD R.r.O. 

PLUG R . T.D. 


MM (LASER) 


IN. H20 (TOTAL ENCAP) 
IN. M20 


PLASriCiZER 
APPLICATION PERCENT 
APPLICATION WEIGHT 

riLTER TOW 


TRIACETIN PZ 
6.00 
6.20 


% OF DRY WEIGHT 
GRAMS/100 RODS 


FT-107 yyiO(EASTHAN) 
FT-IO? #10(CELANe5E) 


1.55 CnAM5/25 RODS 

05-107-E 

05-107-C 


DENIER PER FILAMENT 
TOTAL DENIER 
CnOSil SECTION 


3.0 
35,000 
0 10 


ANCHOR ADHESIVE 


26.25MM X N500M DEXTER ^<500 


AJAX 8300-N 


CLUE APP. FOR ANCH. ADH: TWO CLUE LINES 


PVA 61-017-A 


LAP ADHESIVE 


: FULLER HL-8729 (FORMERLY KH-8229) HH 61-211'A 


DRY WEIGHT 

DRV WE-IGHT-W/ GLUE 

WET WEIGHT W/ CLUE 


77.N6 GRANS/100 RODS 
78.01 CRAMS/100 RODS 
84.21 CRAMS/100 RODS 


19.37 GRAMS/25 RODS 
19.50 CRAMS/25 RODS 
21.05 GRAKS/25 RODS 


IH.. 

-vii'i. . 

'i' ■*, jt' 


REASON FOR CKAHGC 


PREPARED ey 
PREPARATION DATE 


APPROVED eVi 


filter target weights IH CRAKS per ?5 RODS ADDED 
TO SPECIFICATION. HATERIALS UPDATED AS REQUIRED. 
OK TO HIX. 


K. V. SMITH 
2/20/9P 


printing date 
PRINT INC T(HE 


P/20/9P 

15;2S;R5 


SUPERCEDES SPECIFICATION DATED I 2/0(1/91 


Source: https://www.industrydocuments.ucsf.edu/docs/rrvn0004 

















